GAS ANALYSIS
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as, for example, is always the case with the water of
bubbling springs.

FIG. 6.

To collect gas from such springs as are directly
accessible, the small apparatus proposed by Bunsen1
is used (Fig. 7).
, This consists of a test-tube e
of from 40 to 60 ccm. capacity,
drawn out at a before the blast-
lamp to the size of a fine.straw,
and connected air-tight with
the funnel 6 by means of a well-
fitting cork or a piece of vul-
canised rubber tubing. Instead
of the test-tube a small long-
necked medicine bottle may be
used, this being drawn out in
the middle of the neck to a
similar strawlike contraction.
The apparatus is then filled
with the water * of the spring.
This cannot be done without
access of air, which would change the composition
of the gases diffused through the spring water in
the tube. Hence the inverted apparatus, with the
mouth of the funnel upward, is lowered below the
level of the spring, and, with a narrow tube reaching
1 Bnpsen, Gmometrtectte Metho&en, 2d ed. p. 2.

